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Introduction: In the year since the Genesis solar 
wind collector fragments were returned, early science 
samples, specimens for cleaning experiments, and sci- 
ence allocations have been distributed. Solar wind 
samples are stored under nitrogen and handled in an 
ISO Class 4 (Class 10) laboratory. For array collector 
fragments, a basic characterization process has been 
established. This characterization consists of identifi- 
cation of solar wind regime, whole fragment image for 
identification and surface quality, higher magnification 
images for contaminant particle density, and assess- 
ment of molecular film contaminant thickness via el- 
lipsometry modeling. Compilations of this characteri- 
zation data for AuOS (gold film on sapphire), and sap- 
phire from the bulk solar wind for fragments > 2 cm 
are available. Removal of contaminant particles using 
flowing ultrapure water (UPW) energized megasoni- 
cally is provided as requested. 

Storage and handling of samples: Solar wind 

samples are stored under nitrogen purge in stainless 
steel cabinets, but characterized in ISO Class 4 filtered 
air. The specimens arrived from Utah packaged in 
glass, polystyrene and polypropylene primary contain- 
ers. As specimens are cleaned, they migrate to poly- 
propylene containers, unless organic-free storage is 
required (stainless steel or glass primary containers 
stored in a separate cabinet). 

Early Science allocations: Investigators were 

provided specimens of gold foil, polished aluminum, 
bulk metallic glass and concentrator focusing calibra- 
tion material from which preliminary work was re- 
ported in 2005 [1] [2] [3] [4]. 

Concentrator target de-mounting: Four concen- 
trator targets were removed from their spacecraft 
mounting and stored under nitrogen. 

Basic array fragment characterization: More 

than 10,000 array collector fragments were returned 
from Utah [5]. Basic characterization of >250 frag- 
ments has been completed and catalogs of available 
fragments > 2 cm, in longest dimension, of gold-on- 
sapphire (AuOS) and sapphire have been compiled for 
investigator use. Basic characterization is comprised 
of: 

Solar wind regime identification. The thickness of 
the collector fragment identifies the solar wind regime 
collected [5]. A Mitutoyo Litematic 318-21 1A direct 
contact indicator was used to distinguish among 550, 
600, 650 and 700-jam thick collector fragments. 


Whole fragment surface condition imaging. Fig. 1 
shows surface condition, both gouges and particulate 
debris, highlighted by optimum lighting. These im- 
ages also serve to calculate usable area and identify the 
fragment. 

Particle density imaging. Microscopic images 
(both bright field and dark field, Olympus BX51M) 
with a field of view of 2 mm are useful for determing 
debris particle densities before and after cleaning or 
among candidate specimens (Fig. 1). 



Fig. lb. Sapphire sample 30458, width = 2 cm. 
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Fig. lc. AuOS, width = 1 cm. 

Molecular film thickness via ellipsometry. Ability 
to use the WVASE32 to collect ellipsometry data on 
small Genesis collector fragments and assess thickness 
of the molecular film contaminant was reported last 
year by [6] [7]. Separate models are needed for differ- 
ent collector materials and further model development 
is reported by [8]. Fig. 2 shows molecular film thick- 
ness statistics for 112 bulk solar wind collector array 
samples. The film is an organic layer consisting of Si, 
C, O and minor F [3] thought to be a result of UV po- 
lymerization of off-gas condensate on the collectors. 
The ellipsometry results show an average film thick- 
ness < 50 A, with 95% less than 100 A. Thus, the film 
has not interfered with solar wind collection. Variabil- 


ity of average film thickness occurs among material 
types for bulk array fragments (Table 1). If a conden- 
sate mechanism is involved, factors affecting film 
thickness may include material temperature and prox- 
imity to off-gas source; however, the mechanism is 
complicated by effects of polymerization due to solar 
exposure. The bulk solar wind collectors were ex- 
posed to the sun continually, while other regime col- 
lectors were shaded part of the time. Solar exposure 
temperatures (dependent upon optical properties of the 
material) were measured during thermal vacuum test- 
ing: Si (float zone) 141° C, Si (Czochralski) 156° C, 
sapphire 56° C, AlOS (aluminum on sapphire) 130° C, 
AuOS 140° C, Ge 162° C [9]. No correlation of opti- 
cal property temperature and film thickness is ob- 
served with these limited statistics, but additional data 
from other regimes may be informative. 


2005 Brown stain thin film contamination thickness 



Fig. 2. Distribution of brown stain thickness for 112 
bulk solar wind collector fragments of Si, AuOS, 
AlOS and sapphire materials. Average brown stain 
thickness is 50 A. 


Table 1. Mean film thickness by substrate material. 


Material 

Mean film thickness, A 

Count 

AlOS 

29.1 

14 

AuOS 

42.6 

45 

SAP 

49.2 

21 

Si 

60.8 

32 


Advanced characterization. The laboratory has 
been upgraded with an air-bearing table and autofocus 
microscope (Leica DM 6000M) to make particle map- 
ping of fragments more efficient (Fig. 3). We antici- 
pate in 2006 using FTIR spectra to distinguish FZ Si 
from CZ Si based on Si-0 bonds detectable in CZ Si 
(Nicolet 6700 FT-IR Optical Spectrometer with Con- 
tinuum IR Microscope). 

Fragment cleaning: Much of the fragment clean- 
ing methodology was developed by the Science Team. 
Particulate removal requires aqueous methods, while 


removal of the molecular film requires oxygen plasma 
or UV ozone. 

Ultrapure water. The curatorial staff applied 
megasonic cleaning with ultrapure water (UPW), used 
effectively for cleaning some collectors prior to flight, 
to the removal of particulate debris adhering to collec- 
tor fragments (Fig.4), details in [10]. This simple 
process removes most larger particles. Samples will 
cleaned with UPW if requested. 

Cleaning development. One goal for 2006 is stan- 
dardization of recommended cleaning processes so that 
Investigators can perform cleaning in their laborato- 
ries. Inexpensive, but effective oxygen plasma or UV 
ozone devices for removal of brown stain molecular 
film is desirable. 



Fig. 3. Air-bearing table, direct thickness measure, bright 
field/dark field microscope, ellipsometer in ISO Class 4 lab. 
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Fig. 4. Si sample 60178 before and after cleaning with 
megasonic energized flowing UPW. FOV is 200 pm. 
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